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Project# 1155; 

1) P.O, # 42516809 was assigned by Purchasing on 3/30/01. 

2) Dr, Shaughnessy should have received the automatic smoking machine today 4/5/01. 
He is out of the office this week. Dr. Shaughnessy will start work on the project in the 
next 2 weeks. 


Project # 1158; 

1) Completed manuscript is currently going through department review. 
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